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We are proud our entire product line is made in the USA and we are 
committed to keeping it that way. We are focused on quality, service and 
affordability. Our product is made in a state-of-the-art facility with six 
separate areas for quality control. We are certified by the FDA, ISO 
9001:2008 certified for quality control and carry the CE mark of 
certification. We have the highest quality standards in the medical 
compression industry. 

As an online retailer our goal is to provide you medical compression 
hosiery with a quick turnaround time, at a quality level that meets or beats 
your expectations and at a price that doesn't break the bank. 

We appreciate your support by recommending us to your friends and 
family! Thank you and we hope you come back and shop again for all of 
your support stocking needs. 

Hours of Operation: 
Monday - Friday 8:30 - 5:00 (EST) 
Saturday 10:30 - 2:00 (EST) 
Toll-Free (877)788-7889 

If you have any questions about sizing, our products or need help placing 
an order please call us for assistance. 



www.compressionhosiery.com 



i 5 o/o off all UltiTHER™ items!!! 
Free Shipping on ALL orders!! 
Discounts are auto-applied, no coupon code required! 



Get your "great-looking legs" back with compression stockings from 
CompressionHosiery.com. Our compression socks promote better circulation 
and counteract long periods of sitting or standing. These support stockings are 
available in varying degrees of compression from moderate to surgical, and 
provide your legs with the support needed to treat venous insufficiency. 
Confirm with your physician about what level of compression is right for you 
and then take advantage of our wide range of compression hosiery. 



Choose from our selection of anti-embolism, maternity, surgical support 
stockings and compression socks for men and women. With sheer and surgical 

strength support socks, you can find the compression hosiery to treat your 
specific ailment. Whether you're the victim of hereditary venous insufficiency 
or you've acquired it while working a sedentary career, our compression 
stockings will rejuvenate your extremities. Compression aids with minor 
swelling, pains, aching legs, and spider veins. Find the best compression socks 

today at CompressionHosiery.com. 





Total Support Shoor Mattrnlty Pantyhott 15-20 mmHg 

Yomi Plica: I i .'110 



Our compression socks and stockings are manufactured in the USA and 
provide medically correct gradual compression in comfort and style. 



SHOP BY CATEGORY 

SURGICAL SUPPORT 15-20 mmHg 
ANTI-EMBOLISM SUPPORT 
EXTRA FIRM SHEER SUPPORT 21-30 
EXTRA FIRM SURGICAL SUPPORT 21-30 
MAXIMUM SURGICAL SUPPORT 30-40 
MATERNITY SUPPORT 
EXTRA FIRM MICROFIBER 21-30 
LADIES SOCKS 
MEN'S SOCKS 



Contact Us 



Thank you for trusting us with your compression needs. We are working to 
keep your legs feeling good and your mind easy with a fast online shopping 

experience. 

If you have any questions or concerns we can be reached: 
11239 Overseas Hwy 
Marathon, FL 33050, USA 
Toll-Free (877)788-7889 
Email: info(a)compressionhosiery.com 
Website: http:/ / www.compressionhosiery.com 



